Because 


I Know 


You Are Interested 


and 


Because 


I Want You 


To Know 


My Sentiments 


PLEASE GIVE SOME 
THOUGHT TO THE 
CANDIDACY OF MY 

GOOD FRIEND 

WILLIAM E. 

SPENCE 

FOR RE-ELECTION 
TO THE 

Peabody 
Electric Light 
Commission 

His many years of experience 
in the Electric Light Department 
that began in 1920 after his dis- 
charge from the Military Service 
in World War I (26th "Yankee 
Division”' 1 — overseas in all the 
campaigns) qualify him as the 
man for the job. 

From Engine Room, Work 
on Power Lines, Meter Service, 
Switchboard Operator, Assistant 
Manager, spread over a period of 
30 years of faithful service, BILL 
SPENCE on merit was chosen 
Manager of the Department dur- 
ing the Critical days that saw the 
completion of Peabody’s modern 
generating plant. 




Four years ago BILL 
SPENCE was given a tremendous 
vote that won, him election to the 
Electric Light Commission. As a 
member and Chairman of the 
Commission he has rendered the 
City and all of us the high type 
of public service that only long 
experience and devotion to one’s 
job makes possible. 

I sincerely believe he is the 
best-qualified candidate and that 
he deserves re-election on Merit. 

I AM GOING TO VOTE FOR 
BILL SPENCE. I HOPE THAT 
YOU WILL TOO!! 

Many, many, thanks and 
kindest regards. 

Sincerely yours, 







Thank You For 
The Courtesy 
Of Reading 
This Circular. 




